C»/ , 


BILL NO. S-70-02- jo 

SPECIAL ORDINANCE NO. S- 

AN ORDINANCE approving a contract with UNITED 
STATES STEEL CORPORATION for Chain Link Fence 
for the Garage and Light Construction Area. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 

If 

INDIANA; 

if 

SECTION 1. A certain contract approved January 30, 1970, 

between the City of Fort Wayne, by and through its Mayor and the 

Board of Public Works, and UNITED STATES STEEL CORPORATION, for; 

1475 feet Type 2, cyclone, galvanized steel 
fence, plus three 16 ft. double swing ga.tes 
and one 40 ft. double slide gate, for the 
Garage and Light Construction Area, 

for a total cost of $8,385.00, all as more particularly set 

forth on CITY UTILITIES PURCHASE ORDER NO. 0373, which is by 

reference incorporated herein and made a part hereof, is hereby 

in all things ratified, confirmed and approved. 



Read 


the first time in full and on motion by a seconded by 





JL. 


to the (Committee on) 


and duly adopted, read the second time by title and referred 



.the 




— •.•••••• day Of y::::, 1 Q 6 - - , --at O'clock. 



Date : 


> - i o - 7 c 


Read the third time in full and on motion by 



seconded by 


and duly adopted, placed on its passage. 


Passed (hOST) by the following vote: 

AYES & , NAYS 0 , 

/ " 




ABSTAINED 


ABSENT 


to -wit : 




Adams 
Dunifon 
Fay 
Geake 
Nuckols 

Robinson 

Rousseau 
Steigerwald 
Tipton 








Date 


‘A - 7~ / - 7 o 









City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 

(Special) WppBfiei£aJ^> Ordinance (Rsewlution) TSo.±4O£^Z0 


on the 


%~J¥ day of 




ATTEST : 


(SEAL) 


t 


£Z_ 






City Clerk 


md^L .. . .. 

Presiding Officer 


Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 3- 




day 





Approved and signed by me thi s J2.S " "day of 


City Clerk 


,s iwd , 


at the hour of /> £ / 3 o'clock A «M« ,E.S «T . 


Mayor 


Bill No. 3-70-0? -10 


REPORT OF THE COMMITTEE ON CITY UTILITIES 

We s your Committee oh City Utilities to whom was referred an Ordinance 

a pp roving a contract with UNITED STATES STEEL CORPORATION for Chain Link Fence 

for the Garage and Light Construction Area , 


have had said Ordinance under consideration and beg leave to report back to the Common 

6s 


Council that said Ordinance \ PASS. 

William K. Geake, Chairman 
Jack K. Dunifon* Vice-Chairman 


Celia Ann Fay 


John Nuckols 



John H. Robin: 


sdi 


2L 



■-u - 


CONCURRED IN 

-^—PUAD G. BONAHOOM, CITY CLERK 


